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PATENTED) 


Interchangeable Right or Left Fuller 
Basin Cocks 


When you go out ona job you realize the advantage of the tool 
that will do two things over the tool that will do only one thing. 
There is the same advantage in Mueller Interchangeable Right 
or Left Fuller Basin Cocks. They answer a double purpose, 
fitting either side of the basin by merely unscrewing a nut and 
reversing the detachable spout. The bevel on the spout and 
nut fit similar bearings in the body of the cock and make water 
tight joints. 

Unconditionally Guaranteed. 


TRADE MARE 


MUELLER 
H. MUELLER MFG. CO. - 
Works and General Offices Bastern Division 
DECATUR, ILL., U. S. A. NEW YORK, N.Y., U.S.A. 
West Cerre Gorde 38t. 254 Canal St., Cor. Lafayette 
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TESTING PLUMBING 


A COMPLETE GUIDE SHOWING THE NECESSITY AND METHODS OF 
TESTING PLUMBING AND DRAINAGE SYSTEMS AND GAS PIPING 


By Jno. K. Allen 


Hon. Mem. Chicago Architectural Club; Assoc. Mem. Am. Soc. Heating and Ventilating Engineersg 


Mem. Am. Soc. Inspectors of Plumbing and Sanitary Engineers; Mem. 


Royal Sanitary Institute of Great Britain. 


HE importance 
of testing house 
drains and systems of 
plumbing can scarcely 
be overestimated. 
Boards of Health 
require such tests be- 
fore the work can be 
passed by inspectors. 
Different communities 
require different tests, and conditions of 
climate make some common tests quite unde- 
sirable. Just the right test for a particular 
emergency may be determined by reading 
this book, and the correct method of applying 
it is described. Full directions are given for 
testing new work, both when roughed in and 
when finished, methods of testing old plumb- 
ing are shown. 
The correct method of testing gas piping is 


also given. 


Paper bound: 7% x 5% inches; 40 pages; 17 illustrations; 


CONTENTS 
Why tests should be made. 


Inspection of material. Detecting imperfections, Usual 
tests. Closing the pipe. Makeshift closing devices. 


Testing earthenware drains. 


Testing “roughing in”. 


Applying the water test. Applying the air test. 


Testing finished work. 


Applying the smoke test. 


Testing old plumbing. 
Applying the peppermint test. 
Testing gas piping. 
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SAMPLE OF THE ILLUSTRATIONS, 


price 25 cents, postpaid. 


DOMESTIC ENGINEERING 


49-53 NORTH JEFFERSON STREET, CHICAGO 





THE ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. 





TURN TO PaGE XXVI. 
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THE CYCLOPEDIA OF 
ARCHITECTURE, 
CARPENTRY «= BUILDING 


Covers everything from the modest two-story cottage 





to the towering skyscraper; from “two-by-fours” and clap- 

boards to steel frames and reinforced concrete; from lath and 
plaster and Georgia Pine to stucco, marble and mosaic; from the 
hall stairs and back-yard well to express elevators, and hot and cold 





water in every room. 
Ten Volumes, page size 7x10 inches, bound in half red morocco; over 4,000 pages; 3,000 illus- 
trations, full page plates, plans, sections, etc. De Luxe books in every particular. 








To advertise the superior methods of instruction of the American School of Corre spondence, 
we are making the following offer: 


$19.80 Special Price — Regular Price 960: 00 








FREE FOR EXAMINATION 


Sent by prepaid express upon receipt of coupon Pay $2.00 within five days and $2.00 per 
month thereafter. If not adapted to your nee ds return at our ¢ xpense We ¢ mploy no ayents 
to annoy you ° 








This work is new, authorative, practical and up-to-date, and contains the last word on 
the latest developments in plumbing, heating. ventilation and sanitation These chapters 
alone are worth the full price of the set to any wide-awake plumber or steam fitter; they 

open unlimited opportunities to the young man who is just learning the business 

The Cyclopedia explains in detail the several methods of heating and ventilating: how to estimate cost of h¢ 
space: how to lay out the various systems: plumbing for private and public buildings, bathrooms.closets, et hou 
age and Sanitation: the various gas fittings and how to install them; tinsmithing. sheet metal and cornice wo! t con 
tains many tables, formulas ose. we h will save the time of the busy man, and many test questions to prove yout ¢ 
knowledge. There are over 200 plans of artistic, moderate priced houses chosen by a staff of architects as cal Oo ¢' 
the best work of the best architects of the entire country 


A Few of the Many Subjects Included in This Work 


Systems of Warming—Principles of Ventilation—Heat ae from Buildings—Furnace Heating—St 
Direct and Indirect Steam Heating—Hot Water He: s—Direct and Indirect Hot Water Heat 

haust Steam Heating—Vacuum Systems—Forced Blast- Fan Electric Heating—Temper ture Regul; 

tors—Steam Radiators and —o Pipe and Fittings, Plumbing Fixtures—House Water Supply —Pump 

—Service Pipes— Filters—Gas Piping i—House Drainage—Traps—Reinforced Concrs Estimating 

Contracts and Specifications ee Law of Contracts—Buildiny Superintendence 
Masonry—Carpentry—Stair Building—Hardware— Plastering —Painting—Wiring 

Burglar Alarms—Steel Construction—Elevators—Sheet Metal Pattern Drafting—™Mechani: 

chitectural, Freehand and Perspective Drawing—Lettering—Blue Printing—Shades and Sha 

ows—The Greek and Roman Orders of Architecture—Rendering in Pen and Ink and Wash 

Water Color Hints for Draftsmen. 


American School of Correspondence 
CHICAGO 


OCCUPATION 


EMPLOYER 
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ECONOMY Mark Your | 
is Vital in a Gas Gauge | |Pl uumbing Plans 








The Spencer & Fisher Tyler’s Rubber Stamps of 
Direct Mercury Test Gauge Plumbing Fixtures ‘< << .e 
High and Low Pressure 
Is Economical, Accurate and Simple. Each fixture is an individual rubber stamp, 
In testing gas pipes with this gauge the air exact size of cut; location of fixtures in any 
presses directly on the mercury. There {is variety can be shown on building plans and 
nothing to retard action as the air pressure applications for per- 







increases or diminishes. 


The Mercury Cannot Spill. 


The glass tube is of straight stock, well pro- 
tected and easily replaced. 


mits. Set of six 
stamps, with ink pad, 
in box, sent prepaid 
upon receipt of $2.00. < 





ere Mrioliin Galati 


Thousands giving absolute sat- 


{ isfaction on the coast. DOMESTIC 
For Sale by all Jobbers. ENGINEERING 
Write for Booklet 49-53 N. Jefferson Street 


CHICAGO 























me The Aztec Mfg. Cc 
, Company | 


205 Tehama Street 
San Francisco, Cal. 





























SWIMMING POOLS 


Announcement of the recent publication of the only book treating of the I F you want some light, 
construction of ‘‘Swimming Pools.’’ . 
resourceful reading 


Fugitive articles in engi- 


neering papers have until ° ‘ 

now, constituted the litera- that will 1m prove your 
ture of the subject. For the 

first time there has _ been ' : 
gathered in book form the time along your line of 


necessary data to permit thé . 
design ‘and installation of business send for a copy of 
swimming pools in any other 
way than by patient and la- 
borious individual research. 


This inexpensive and fully SANITATION 


illustrated book gives the 


methods of construction; IN THE 


waterproofing; cold — - 
t lies; thods 0 > 
beating “a ae by feed M O D K R N H O M E 


water heaters, by hot water heaters, by live steam, 





by injected steam, by exhaust steam, by steam and ' 

hot water heaters combined, by submerged coils, and Edited by JNO. K. ALLEN 

by special forms of heaters; it gives the methods of Mem. Am. Soc. Inspectors of Plumbing and Sanitary 
arriving at the size of the heaters necessary to heat Engineers; Mem. Am. Soc. Heating and 

the water; it shows illustrations of types of these Ventilating Engineers 


various installations. 
Its author is Jno. K. Allen, Esq., Honorary Member of the 
Chicago Architectural Club; Member of the American Soctety of 


Inspectors of Plumbing and Sanitary Engineers; Associate Member Just off the Press. Bound in cloth; price, postpaid $2.00 
American Society of Heating and Ventilating Engineers; Editor 
of ‘‘Domestic Engineering’’; author of ‘‘Sanitation in the Modern Book Department 
Home,’’ etc., etc. 

The book is 61%4x4% inches; contains 63 pages and DOMESTIC ENGINEERING 
30 illustrations; bound in boards. Price 50c postpaid, 49-53 North Jefferson Street Chicago 


DOMESTIC ENGINEERING, 49 N. Jefferson St., Chicago 
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ROCOCO 


Steam or Water Boilers Satisfy 


The Steamfitter, Owner and Architect from 
the small Tank Heater and Cottage Require- 
ment to the larger Boilers for Apartment and 
Business Blocks. Look up the ROCOCO 
the very next time. 


May we send you our elegant catalogue ? 
AMERICAN HEATER MFG CO. 


Phone Central 1156 52 Dearborn Street, Chicago 











Never Tear up the Floor 


The Klie Accessible 
Gas Valve 


The only Valve Repacked and Resealed from 
above the floor 
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Pat. Sept. 17, 1907 


THE COLUMBUS BRASS COMPANY 


COLUMBUS, OHIO 


Write for Circulars 








HALF TONE, ZINC ETCHING, 
PRINTING23 EMBOSSING 


FON EER oe Samer ree 





CLIFF HOUSE AND SEAL ROCKS.SAN FRANCISCO. 


q We Caterin particular to Mail Order 
business. (We have satisfied Custo- 
mers inevery State in the Union. 

q Our prices are positively lower for 
First-Class work than can be obtained 
elsewere. SEND FOR SAMPLES AND ESTIMATES. 


ENGRAVING & PRINTING CO. 
MILWAUKEE WISCONSIN. 





LAR 











rr the city water pressure sufficient to supply 
the upper floors of the buildings in your city? 
Do you know that the 


fog 


YEOMANS 
AUTOMATIC 
Electric House 
Pump 
will insure a house ample 
water at all times whether 


you have a roof tank on the 
house or not. 














Do you have basements be- 
low the sewer level or small 
sewers subject to backing 












Bilge Pump 


will insure a bone-dry basement even 
during floods? gend for Illustrated Catalog 


up? Do you realize that the 
Yeomans Automatic 
Yeomans Brothers € 

1141 Monadnock Bldg. 


Electric Ejector or 
CHICAGO Sa Sec 
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‘‘Richardson’’ Sectional 


Safety Boilers 








Cast-Iron Tubular Sectional 











Powerful 














Quick acting 








Economical 














Easily put up 











Easily cleaned 





Largest propor- 

tion of actual fire 

Fagus ‘ surface of any 
Ap SOIL B30 : boiler ever made 


. wie 1099 & iene 


















Easy to feed fire 


Easy to shake 
grates together 
or separately 





Write for catalog 
today 


INDIANA SUPPLY COMPANY 


Capitol Ave. and Market St., INDIANAPOLIS, IND. 














GOLD PLUMBERS’ SIGNS 


Manufactured by 


Daniel Allie 


452 S. Wood St., Chicago 
Telephone Seeley 1352 


Our Faucets are carved from kiln 
dried stock and gilded in XX 
Gold Leaf. We guarantee them 
against all weather 





PRICE LIST 
18 inch Faucets .. . $7.50 42 inch Faucets . . . $22.50 
24 imch Faucets ... 49g.50 48 inch Faucets > 32.00 
30 Inch Faucets .. . 12.50 60 inch Faucets . . . 40.00 
36 inch Faucets .. . 17.50 72 imch Faucets .. . §3.00 














Auxiliary Water Heater 
for Hot Air Furnace 


When placed in furnace 
as shown in cut has ca- 
pacity to carry 50 to600 
ft. of Hot Water Radia- 
tion. The only heater of 
sufficient capacity to be 
of practical value. Send 
us sketch of your furnace 
giving diameter and 
height of drum over fire 
pot and state number and 
size of rooms tobe heated. 
We can help you. 


Obenchain & Boyer 
Logansport, Ind, 



































ANDREW M. MORRISON’S 


Patented Bath 
Trap and Con- 
nected Waste and 
Overflow Com- 


bined. = : 













In ‘Domestic Engineering’, July 27, 
1907, Thomas S. Ainge, one of the 
leading sanitary experts in this coun- 
try, wrote: ‘Of the modern plumbing 
fixtures, the bath tubis the only one 
which has a concealed trap,and while 
these traps are usually provided with 
access openings above the floors,a 
bath tub with a trapentirely above the 
floor would be a great improvement 
over the present construction.” 








The Morrison 
Bath Trap is 
such animprove- 
ment and up-to- 
date plumbers 
should therefor 


: ~~ arto | . 
N | | a re & get acquainted 
r é with it at once. 
\ r Write for partic- 
> Fie ulars to 
al 


-.4 Y MORRISON & 
KRETSCHMER 
MFG. CO., Dubuque, Iowa 











Simpson, Bevans & Co. 


Electrotypers 


Special attention given to out-of-town 
trade. Prices on application. 


Telephones: Main } 4757 


164-170 South Clinton Street, Chicago, Il. 














FIFTY CHARTS 


Showing how Plumbing should be done 


Shows every fixture, trap, ferrule, joint, pipe, vent, 
with proper sizes, material and distances, for every 
kind of a plumbing job. Great aid in estimating. 
Shows customers how plumbing should be done and 
why it costs more than making woodboxes. A new 
edition for 25 cents by mail prepaid. Never before 
has this edition sold for less than $3.50. 


DOMESTIC ENGINEERING 


49-53 North Jefferson Street, Chicago, Illinois 
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Modern Plumbing Illustrated 


By R. M. STARBUCK 

















Author of ‘Questions and Answers on the Prac- 

: tice and Theory of Sanitary Plumbing,” ‘“‘Ques- 
tions and Answers on the Practice and Theory of 
Steam and Hot Water Heating,” “Hot Water 
Circulation Illustrated,” ‘“‘Examination Charts for 
Boards of Health,” “Examination Charts for 
Plumbers’ Unions,” “The Starbuck Plumbers 
Estimate Book,” Etc. 


384 large quarto pages. Fully illustrated 
by fifty-five full page and detailed en- 
gravings, which have been om — 


ly for this book. 3-3 


Price $40 O 


HIS WORK in a sense is an outgrowth of and an improvement upon Starbuck's Series of fifty blue-print 
charts known as “Modern Plumbing Illustrated,” the rights of which have been purchased and its publi- 
cations discontinued. The present volume is a large and substantial cloth bound work of 384 pages 

(7% x 10%), in which is treated in a comprehensive manner High Grade Modern Plumbing, showing detail 
work and complete plumbing systems. The subjects considered ranging from the connections of fixtures and all 
other detail work to all classes of private and public buildings. It contains fifty-five full page or detailed plates 
which have been drawn specially for the work. These plates show.all kinds of modern plumbing work. Each 
one of these fifty-five detailed plates are accompanied by several pages of descriptive matter, in many instances 
as many as eight or ten pages of text being devoted to a single plate. This text forms a critical and concise 
treatment of each phase of the work under discussion. 


LEADING FEATURES OF THIS WORK 


It represents the highest standard of work—adopted by the United States Government in its sanitary work in Cuba, Porto Rico and the 
Philippines, and by the principal Boards of Health of the United States and Canada. 

It gives connections, sizes and working data for all fixtures and groups of fixtures. 

It helps the master plumber in demonstrating to his customers and to figure work with greater facility. 

It gives the mechanic and student quick and easy access to the best modern plumbing practice. 

It is a book for the man who recognizes the necessity of providing himself with the best literature of his craft. 

It gives suggestions for estimating plumbing construction. 


CONTAINING ILLUSTRATED CHAPTERS ON 


The only thorough and practical 
work issued on the modern and 
most approved methods of Plumb- 
ing construction, illustrating and de- 
scribing the drainage and ventilation 
of dwellings, apartments and public 
buildings, etc., the standard work 
for plumbers, architects, builders, 
property owners, and for boards of 
health and plumbing examiners. 






























1 Kitchen Sink, Laundry Tubs, Vegetable Wash | 17 Water Closets and Floor Connections 38 Plumbing for Public Toilet Rooms, Continued 
in 18 Local Venting 39 Plumbing for Bath Establishment 
2 Lavatories—Pantry Sinks, Contents of Marble | 19 Connections for Bath Rooms 40 Plumbing for Engine House—Factory Plumbing 
abs 20 Connections for Bath Rooms, Continued 41 Automatic Flushing for Schools, Factories, Etc. 
3 Bath Tub—Foot and Sitz Bath, Shower Bath 21 Connections for Bath Rooms, Continued 42 Use of Flushing Valves 
4 Water Closets— Venting of Water Closets 22 Connections for Bath Rooms, Continued 43 Uninalsfor Public Toilet Rooms 
5 Low-Down Water Closets — Water Closets | 23 Examples of Poor Practice 44 The Durham System - The Destruction of Pipes 
Operated by Flush Valves—Water Closet | 24 Roughing-work Ready for Test by Electrolysis 
Range 25 Testing of Plumbing System 45 Construction of Work Without Use of Lead 
6 Slop Sek— Urinals—The Bidet 26 Method of Continuous Venting 46 Automatic Sewage Lift—Automatic Sump 
7 Hotel or Restaurant Sink—Grease Trap 27 Continuous Venting for Two-Floor Work Tank 
8 Refrigerators—Safe Wastes- Laundry Waste 28 Continuous Venting for Two Lines of Fixtures | 47 Country Plumbing 
9 Lines of Refrigerators, Bar Sinks—Soda Foun- on Three or More Floors 48 Construction of Cesspools 
tain Sinks 29 Continuous Venting of 1 may Closets 49 Septic Tank and Automatic Sewage Siphon 
10 Horse Stall, Frost-Proof Water Closets 30 Plumbing for Cotage 50 Country Plumbing 
1 Connections fr S Traps, Venting 31 lar Piping 51 Water Supply for Country House 
2 Connections for Drum Traps 32 Residence — Use of Special Fittings | 52 Thawing of Water Mains and Service by Elec- 
3 Pipe ore 33 Two-Flat House | tricity 
4 Supporting of Soil Pi 34 Apartment Building | 53 Double Boilers 
15 Main Trap and F: seth Ais Inlet 35 Double + Budde | 54 Hot Water Supply of Large Buildings 
6 Floor Drains and Cellar Drains—Subsoil Drain- | 36 for Office Building | 55 Automatic Control of Hot Water Tank 
age 37 for Public Toilet Rooms | Suggestions for Estimating Plumbing Construction 
ideas, Domestic Engineering fins? 
Jefferson St. £1 4 ILLINOIS 
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People are getting wise 


They now know that laundry \" 
trays and kitchen sinks must be im- 
pervious, non-porous, easily cleaned, 
beautiful to the eye — sanitary as 
well as handsome. They know the | Ne 
wooden tray is a nasty makeshift. | A 















SLATE 
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att “ 
They know now they want the SNE a i 
| VE he ey | |i fic . = 

Alberene Stone i Iie Y hl 


and every jobber in the United States can instantly supply you. But 
| be careful to specify “ALBERENE’. Catalogue free. 


Alberene Stone Co., 54-60 N. Clinton St., Chicago. 























1908 Is AGood Year to Buy 





What you invest in materials now will pay 
better than putting money into a_ safety 
vault or a savings bank, and you will have the 
goods when you want them. Everybody will 
commence to think that way pretty soon and then 
look out for the optimist. It will be his turn. 


MODERN IRON WORKS 


QUINCY, ILLINOIS 
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B. B. High Pressure Ball Cock 


SIMPLEST AND BEST EVER MADE 


All sizes '%4 inch to 3 inches inclusive for Top, Bottom or End 
Supply and also for Low Down Tanks with special float. Re- 
movable seat of best steam metal. We are making floats 
stamped with our B. B. which are thoroughly guaranteed, 


ASK YOUR JOBBER FOR THEM. 


BOSTON BRASS COMPANY 
36-40 Oliver Street, Boston, Mass. 








Sanitation in the Modern Home 





Just off the press. Good reading and remarkably resourceful for the busy 
man who reads mostly for profit. Boundin cloth. Price, postpaid $2.00. 


DOMESTIC ENGINEERING, 49-53 North Jefferson Street, Chicago 











John Maddock & Sons 


Coalport, Trenton, N. J. 


MANUFACTURERS OF 


Steamship, Car Builders’ and Plumbers’ 
Sarthenware. Sanitary Specialtics 
of Gveryg Description. 











Basin gaskets, boxed or in bulk, form one of our 
many specialties for the plumbing trade, all made 
of pure rubber and for sale by most jobbers, to 
whom you Should always specify ‘‘CANFIELD’S’’. 


H, O. CANFIELD CO., Bridgeport, Conn. 
































K. 


Genuine 


ALWAYS USE 


& M. 


VALVES 


Workmanship of highest grade. 
Packed Stems. 


Steam Metal. 


Sold from Standard Lists. 


~ Kinsey & Mahler Co. 





PEORIA, ILL, 
















Ghe 


Parker Combination 


PIPE VISE 


Especially adapted to 
Piumbers and Steam 
Fitters use. Madein 
Six different sizes 
and every Vise all 
right. Ask for the 
*““Parker’’ and you 
get a good tool. Sold 
by jobbers. 


Chas. Parker Co. 


Factories: 


MERIDEN, CONN. 


New York Sales 
Rooms 32 Warren 8t. 


Saves Water Bills 


Where towns are metered this O. K. self- 
! closing ball-cock is a great economizer. ll 
ve waste is checked 
=e. ills tl 
fe na 
ANNE col «a words to a cus- 
| _ Sry Se . % tomer on this fea- 
: 4 ture should sell 
this ball-cock 
easily. 


Eureka Valve Co. 
19 High St. 
BOSTON 











Indispensable to 
Plumbers 


The Sisson Insertable Soil 
Pipe Joints. Ask your Job- 
ber for our booklet or write 
us if he is out of them. 


R. ESTABROOK’S SONS 


ist and C Streets, South Boston, Mass. 
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BARRETT SPBGIALIIBS 


TIDEWATER AND SEWER TRAPS, O. D BACK 
WaTER VALVES, CLEANOUTS, GREASE TRAPS 
BARRETT SPECIAL FITTINGS BRASS RAIL- 


ING, «IN ANY €INISH 


JAMES BARRETT MEG. GO. 


Manufacturers end Wholesale Dealers in Plumbers’ Supp'ties 


BOSTON 209-11 Franklin St. 





45-50 Pearl St. 





Sewer and Tide Trap. 








Don’t be deceived. 


THE ORIGINAL 


BOWBR TRAP 


18 manufactured exclusively by us and each and every 


one is stamped with our name. 
DEMAND THE ORIGINAL 


I THE MONARCH BRASS CO. 


Cleveland, Ohio. 

















CHAIN, EIGHT HOOKS, SPLIT LINKS. CLOSET 
ETC, 


PLUMBERS’ PULLS, PIPE STRAPS, JACK CHAIN, 








The Smith & Egge Mfg. Co. 


Write for Catalogue ef 
BRIDGEPORT, CONN. 


PLUMBERS’ SPECIALTIES 1. 





End Ferrules, All Sizes 





Trap Screw Ferrules, Brass and Iron Body . , 
. High Grade Plumbers 


SUPPLIES 


Write us for prices when in the market for 





Ferrules—End Reducing or Trap 
Screw—Stop and Waste Cocks— 
Compression Work,Gas Goods, etc. 





Our Goops WILL PLEAsE You Send for catalogue 


ERIE, PA. J. B:.: CAMPBELL BRASS WORKS. =®#£, PA. 
| 
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All the good 
features of the 
best wood tank 
with none of 
its faults. 













PATENTED Fig. 310 White Enamel 


‘‘Ohe Columbus” 
All Metal Closet Tank 


Approved by the Plumber 
Specified by the Architect 
Adopted by the Government 


‘‘Not a Stick of Wood in It”’ 


But lighter, stronger, more durable than wood. Not affected 

by moisture, thereby insuring perfect and lasting adjustment 

of parts. It's a Tank that makes satished customers. 
Furnished in exact reproduction of mahogany, plain, 

natural or golden oak; also white enamel. 

«The Latest Achievement” fully describing this Tank, sent upon request. 


Ghee COLUMBUS BRASS CO. 
Columbus, Ohio 
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ADVANTAGES 


The architect specifying Wolff Plumbing Equipment exclusively 
is conscious of the practical advantages of using a line of plumbing 
fixtures each detail of which is designed and manufactured by one 
organization. | 

The Wolff line contains no makeshifts and no combinations that 
are the result of assembling the separate product of several manu- 


facturers. 


L. WOLFF MANUFACTURING CO. 


ESTABLISHED 1866 


MANUFACTURERS OF PLUMBING GOODS EXCLUSIVELY 


THE ONLY COMPLETE LINE MADE BY ANY ONE FIRM. 


SHOW ROOMS, 931 DEARBORN STREET 
DENVER CHICAGO TRENTON 
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A New Fixture 
The “Avoy” shown here for the first time is a fixture of rare beauty and attractiveness, 
and will quickly commend itself to all who are interested in advancement in the making of 
sanitary equipment. Our equipment is such as to permit us to give prompt attention to orders. 
— 
| 
y 
WN 














Knob Top, Unique Trap, Waste and Vent and Supply Pipes to Wall. 


DIMENSIONS 


Bowl . ; 13 x 17 inches Slab , 25 x 33 inches 





Plate P 516, enameled all over as described ; $55.00 
Plate P 516A, enameled all over with Imperial Waste only, less Faucets, Supply 


Pipes and Trap. 10.50 














Standard Sanitary Ti)fg, Co. 


PITTSBURGH, U. S. A. 
< 


AVOY—Plate P 516 
“Steaderd” Porcelain Enameled “Avoy” Design Lavatory, with Slab, Bowl and Apron all 
in one piece, Porcelain Enameled All-over Pedestal, Nickel-plated Torrance Pattern Fuller 
Faucets, China Handles and Indexes, and Nickel-plated Imperial Waste, with China Indexed 
S 
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The Trenton Potteries Company No.41 Combination 











Specification.— Vitreous China No. 41 Syphon-Action Hopper and Trap 
Closet, fitted with Neversplit Oak Seat and Lid with N. P. Brass Hinges, 
and Vitreous China plain lowdown square pattern tank, fitted with 
China indexed push-button, brass flushing fittings complete with N. P. 
Brass supply pipe from floor and N. P. Brass offset to closet. 


List price, complete as above described, $30.00 


Manufactured exclusively by 


Trenton, N. J., The Tr C7 ton oan ee rl 
aieaen Potteries Company St. ten tana, 
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THE “HAAS” 


Hydrometer Flush 
Valve 





Muddy Water Will Not Affect Valve 


The most simple flushing device ever invented 


No . Push the 
Multiplicity laentenies 
of It does 
Parts the rest 





The Valve is guaranteed to work on any pressure 
above 1§ pounds and in any kind ot water 


Write for prices and circulars 


The Hydrometer & Specialty Company 
Sole selling agents for the United States 
Kokomo, Indiana, U.S.A. 
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Intelligent Economy 


forbids the purchase of three 
pumps when you can get ONE 
that will do the work of three. 


THE PERKES 


COMBINATION AIR 
FORCE AND TEST PUMP 


can be used for testing soil pipe, 
proving gas pipe, and is the best 
force pump on the market. 

No stuffing boxes; all valves are 
on the outside, and work equally 
well with air or water. 


Patented March 15, 1898 
Patented June 18, 1901 


Send for Complete Discriptive 
Circular 


Estate of 


Charles Perkes é 


Manufacturer and dealer in 
Plumbing Supplies 


ESTABLISHED 1856 


627-629 Arch Street, 


Philadelphia 








Thomson’s §. P. Smoke Machine 


FOR TESTING PLUMBING 























EVERY HONEST PLUMBER SHOULD HAVE ONE 
For sale by leading jobbers. Send for circular and prices 


SCRANTON SPECIALTY CO., Scranton, Pa. 




















A Soil Pipe Union 


FERRULE 


With a Ground Joint 


Made to connect 1 4in.,1%4 in. and 2in. lead pipe with 2 in. 


castiron soil pipe by soldering or wiping the lead pipe tothe | 


long brass tube or tail piece. Acknowledged by plumbing in- 
spectors to be the best Combina- 
tion Cleanout and Ferrule on the 
market. It is made with an iron 
body, brass nut and tail piece, or 
all brass. In two sizes. The 
small size takes both 1% in. and 
1% in. lead pipe. The large size 
takes 2 in. lead pipe only. 


Saves a ‘‘Y’’ and cleanouf 
and caulking two joints 


No plumber can afford to be with- 
out them. The best fitting in the 
world to use on a repair job. Ask 
your jobber for them and if he does 
not have them, give us his name 
and we will see that he gets them 
for you, or we will name you a 
jobber near you that has them in 
stock. Address 


Athol Pump Company 


ATHOL, MASS. 

















The Broughton Self-Closing Basin Cocks have been in use for 
many years. Some of the largest Hotels and Public Buildings 
in the United States are equipped with these goods. Made in 
Brass, Nickel or Silver Plated, and in Solid Stiver-Metal. 

















EVERY ONE WARRANTED 


My yy Ec. STEBBINS MFG. CO. 


SPRINGFIELD, MASS. Works at Brightwood. 


——, 
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WE PROTECT YOU. WE WANT ONE 


That’s a principle of our business. 


DEALER IN EVERY TOWN TO 


What’s more, we are going to adver- var INT Dx. GULSE SENIOR 


tise for youalso. Weare now un- 
dertaking a campaign to send the 7 
architect to you for his best fix- 


THE FILTER WITH A REPUTATION 


Dha) 


ie /Vim o ae 
in 
ties 
s 
' 








tures to convince him that he can THE SIMPLEST ——————=+ FP tas two 
. : mos acta ; ‘| filtering cylinde 
secure everything he wants in gas, best made filter i AD each 8 *3einches 
electric or combination fixtures from onthemarket ; HH the dotted lines, 
our catalogue through his local sar the oetendaka | Hot pomesewtons 
d | house-holder who | } © ‘| made of cast iron, 
ealer. recognizes the ’ ‘| nicely finished 
' necessity of haw |! . +} and is of ample 
Will you co-operate and take a ing plecty of : \| capacity for 
pure, clearwater |: i: :} the largest 
profit rs at all times. E ; homes. 
Write. 
88-92 W. Washington St., ee ae 


CHICAGO. AMERICAN FILTER CO. 


MILWAUKEE, WIS. 
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The 
“Never - Split” 
Closet 
Seat 


has, in addition to the 
tongue and groove and 
glue, a strong steel bolt in 
every joint, which holds 
like a vise. 

The bolt cannot rust, 
corrode or break out. 


That We Guarantee 





It’s vise-like grip 1s posi- 
tive assurance that the 
joints will never even peep 

not under the most try- 
ing conditions—aboard a 





ship or railroad car. 





Made in all sizes and woods and finished to comply with the most exacting specifications 


Splits” for use with your Jobe. IWeVEer-Split Seat Company = inviana 
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‘“HUMPHRYES”? 





1 The Guarantee is Absolute 





can be produced—-Handsome Design. 
A sample order will prove our statements. 





New York Office and Warehouse, 636-638 W.34th St. 


PORCELAIN ENAMELED WARE 


Ask for Humphryes Porcelain Enameled Ware—It 
is strictly up-to-date and the quality is the best that 


The Humphryes Mfg. Co., Mansfield,O. 986-1018 Metropolitan Avenue Brooklyn, N. Y. 


a= 
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Solid Porcelain, Highly 
Glazed Laundry Fixtures 


FOR YOUR PARTICULAR JOBS 


They are imperishable and impenetrable therefore 
wholly sanitary. They are sold as low in price as 
superior design, construction and material will per- 
mit and are cheap in the best sense of that term. 
We invite correspondence and will send our com- 
plete catalogue on request. 


Charles Graham Chemical Pottery 
Works 
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Thomas Maddock’s Sons Co., Trenton, N.J. 





WRITE FOR CATALOGUE AND PRICES ON VITREOUS LAVATORIES. 
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18 x 20 inches 
Round front with combination fixture 
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THIS SINK IS 
DIFFERENT 


from anything on the 
market. 20x30 inch 
sink, 20x24 inch drain 
board, 12 inch back, 5 
inch apron, and corner 
piece cast integral. 
Drain board depressed 
2% inches, length over 
all 52 inches. Made 
for either right or left 
corner, supported by 
both wall hanger and 
legs as shown. 











Write for catalogue showing en- 
tire line of ‘* Southern Beauty ’’ 


Plate D-93 Tennessee Sink. (Patented.) lavatories, one-piece sinks, etc 


THE CAHILL IRON WORKS 


New York Office and Warehouse: 101 Beekman St. CHATTANOOGA, TENN. 








- KS 
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Boston Pattern Compression 











We can make immediate shipment of both patterns, in Rough Brass Bodies with Polished and 
Nickel Plated Trimmings, Polished Brass All Over, and Finished and Nickel Plated all over. 


LET US QUOTE YOU ON YOUR IMMEDIATE REQUIREMENTS 


Street & Kent Manufacturing Company 


43-45 FULTON ST., CHICAGO, ILL., U.S. A. 

















— 
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Complete Stock 
ALWAYS ON HAND 


Immediate Shipments 


- 













































Are you buying your hoppers right? 








A letter addressed to us will soon 
give you this information. 


Fleck Bros. Co., Philadelphia, Pa. 


ert cen -ue:-s0n-—nie nese 
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There are reasons why you should in- 
sist on your jobber furnishing you the 


The design is handsome and plain. 

No crevices to catch dirt. 

No sharp angles that make it hard to clean. 
It’s made of all New Metal. 


All moulds are dried, insuring the smoothest possible castings. 
PURITAN plate will not peel nor blister, and every cock is 


strongly wrapped and boxed. 
A special ‘Red’ ball is used on the hot water side. 


It is packed with four asbestos-graphite rings--two on each side. 
Every cock is tested under water pressure before shipment 
and therefore no need of sending your man back on the job 


after the PURITAN is installed. 
Every cock absolutely guaranteed. 





xli 





Puritan 





Patent Pending 


Write to us direct giving us your jobber’s nameand we will 
send you a Book telling how we make the “PURITAN” 


INSIST ON THE PURITAN. THEY COST NO MORE THAN ORDINARY COCKS 


The Central Brass & Fixture Company, Springfield, 0. 








Wade 
Accessible Flushing Clean-Out 
Water-Jacket Grease Catch Basin 
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4.J.WADE'S PATENT 
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For Kitchen Sinks in accordance with all 
Health Ordinances 
P Sizes | 13 X I5 in. outside measurements 
23 xX 22 in. outside measurements 


The Simplest and most ‘‘Sanitary” Kitchen Grease Basin 
in the market 


Price and Catalogue of Wade’s Sanitary 
specialties promptly furnished 


WADE IRON SANITARY MFG. CO. 


43 E. Harrison St., Chicago, IIl. 











The Champion 
Hydraulic and Electric 
Water Lifts 
Hydraulic SS for pumping soft 


Entirely automatic and noiseless. Works when 
water is used; stops when consumption ceases. 
Requires no oil or attention. The best Hydraulic 
Lift on the market. 





Hydraulic 


Electric Water Lift to In- 
crease Water Pressure 


in the upper stories of buildings 
where the city supply is not suffi- 
clent, or for pumping soft water. 
A compact and powerful pump. 
Entirely automatic. Made either 
for direct or alternating current. 


The Champion Lifts are made of 
the best material and guaranteed 
to give satisfaction. 





Electric 


THE CLEVELAND FAUCET CO. 


Cleveland New York Pittsburgh Chicago St.Louis San Francisco 
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Plate 4. 


FILLS NOISELESSLY 
SAVES WATER 
NEVER LEAKS 

Put one in your show room 
and get the crowd first. 
Watch the next adv., Marc 








Unique Automatic, with Tank behind 
' Partition. 


CLOGGING IMPOSSIBL 


Oe Unique 


is the Newest and Best installation 
of a water closet wherever there is 
Water Pressure of over 10 pounds. 
The truth of this statement becomes 
more impressive after you have read 
our catalog. You should at least 
know the story. Write for it today. 
E 


Staples Valve Company 


109 So. William St., Newburgh, N. Y. 
h 21, ’08. 




































BERGER’S STEEL SINK BRACKET 


i, 


R” Arye! 
‘ 
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REASONS WHY YOU 
SHOULD HANDLE IT 


No Breakage No Packing 
Less Labor Less Freight 


The movable Brace. The Simple 






























Hihaueet - [fe Construction. Most Durable and 
} =} = Complete Bracket on the Market. 
: Sos , Cheaper and neater than allothers. 
nn ta |\) Sean Recommended by Architects. 
\- =f For Sale at Your Plumbing \fran “i, 
et ~S “a J Supply House : SS" 
= Oa. os & B. A. BERGER = I. > ee 
os Richmond, Virginia ———— 
| + e h d hi 
This machine has made gas thirty years 
€ 
Cee at 4 cent per hour 
0 an Eee poy ——— 5 fea Be ~ . 
ya? J Wh EeeZ tp WM); 
(iii *= a ee VAG! | LY per 80 candle power. 
: “A CV 7, , ; 
— “OA Y Makes gas for light- 
Tr. A LEY, Vy Y Y Y/ 4 7 ° 
RBZ Z YH YY ing, cooking and fuel. 
Ss ‘ \ yf Wy YU yj 
—_s . » > _¥- “|My La A Ly . 
“ARs | < 7) Matthews Gas Machine Co. 
y 40 Dearborn Street, Chicago 
— 
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No part is attached to the floor. 
bowl than any other. 
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We manufacture a complete line of Sanitary Plumbing Fixtures 





THE ARKIN 
A MODERN CLOSET 


The “‘ARKIN”’ is a wall closet attached to the wall 
and securely fastened to soil pipe with heavy bolts 


The ‘‘ARKIN’’ is the only Closet adapted for build- 
ings of Reinforced Concrete Construction 


THE ARKIN The ‘‘ARKIN’’ is a radical departure from the Clos- 
ets now commonly in use. Requires less water to flush out. 
Less space occupied by this 


FOR UP-TO-DATE SANITARY PLUMBING 
ALWAYS SPECIFY GOODS MANUFACTURED 


BY THE FEDERAL COMPANY 


FEDERAL COMPANY 


Halsted & Fulton Sts., CHICAGO, ILLINOIS 











THE ARKIN Fig. A—2030 
















Trade Mark and find < J 


it on your Closet Seats and 
Tanks,—you then have 


The Highest Quality 


If you look for this RKVA 
“AD 


Our Catalog of Natural 


Woods and finish may be 
obtained by giving us the 


name of your regular jobber. 


Knott-Van Arnam Mfg. 


Company 
FORT WAYNE, INDIANA 








PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 















DOMESTIC ENGINEERING 























THE ““DUCHESS” 


E If Enameled Inside and Exterior Finished with No. 1 Hand Polished Zinc White Paint 
ii PLATE K 406 


h Nominal Size . 5 feet List Price . . $67.50 
If Enameled Inside Only 
PLATE K 406 
Nominal Size . _ 5 feet List Price . . $56.50 





J. M. KOHLER SONS 
SHEBOYGAN, WIS. 


CHICAGO, 514 First National Bank Bldg. 





NEW YORK, 48 Cliff St. 


























Porcelain Enameled Iron Wide 
Flat Bottom “‘Duchess’’ Pat- 
tern Bath Tub with 3% inch 
Roll Rim. Fitted with N. P. 
Brass Bottom Bell Supply Fit- 
ting with Compression Valves 
and Secret Waste, both with 
China Indices. 


DIMENSIONS 
Length over Rim, 5 ft. 6% in. 
Width Inside . . . 26in. 
Width over Rim at Cen- 

ter . . . . 33% in. 


Depth Inside . . 17% in. 
Height from Floor to Top 
of Rim . . . 21% in. 


OAKLAND, 1127 5th Ave. 















In times like these, it is important 
that every dollar invested in stock should 
make your business strong. Holding your 
own is aS important as making money, 
if you can’t do both. The season for 
installation of Instantaneous Water Heaters 
will soon be on and you must turn this 
thought into a customer’s mind. Display 
a heater in the window or the show room. 
Make him want to buy. 


Dayton Heaters are the highest type of heater on the 
Market today. No other heater has its selling points 





































DAYTON SUPPLY COMPANY, 


WE ARE MANUFACTURERS 














DAYTON “C” 





Patented. 


Write us for booklet and we will quote you later 


Dayton, Ohio 


Address Dept. D 
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AYS READY 


To save you time, trouble and money. That’s 
the purpose of a Clayton & Lambert Fire Pot 
or Torch. The almost universal adoption of 
#. our line, by the artisan, in practically every 
ms channel of commercial activity requiring gaso- 
line fires, shows conclusively these tools are 
in a class altogether above anything ever of- 
fered. They satisfy your requirements thor- 
oughly; they require considerably less ex- 
pense to maintain and are superior in work- 
manship and durability to any other make. 
You ren new advantages in C. & L. Fire 
Pots and Torches every day. Don’t accept 
No 1 Fire Pot $6 Net anything else, even if it is guaranteed to be 
Jobbers supply at ‘‘just as good.’’ Read what our booklet says. 
factory price, or we 
will ship direct if CLAYTON & LA BERT MFG CO. 


cash accompa ies 
the order. DETROIT, MICH., U.8.-A. 
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The “Berkshire 


A complete mold a minute. 
Absolutely automatic. You 
push the lever end the ma- 
chine does all the rest. 


Write us for circular and 
complete description. 


The Berkshire Mfg. Co. 
CLEVELAND, OHIO 

















JOHN C. KING & COMPANY 
“THE ROOKERY” CHICAGO 
New Yerk Steck Eachange Chicago Stock Exchange Chicago Board of Trade 


Mate oct of eid cin NEWYORK, OFFICE 














THE CELEBRATED 


BELL WASHER 


TAKE NOTICE: All washers manufactured by 
Andrew ill be stamped ‘The in future. 
Samples sent by mail. Made only by 

ANDREW BELL 
375 Market Street, Newark, N. J. 

















“Flagg” Malleable Fittings 
“Flagg” Keystone Unions 


STANLEY G. FLAGG & CO., PHILADELPHIA, PA. 

















THE CHAMPION 
WATER FILTER 








UN-FICTERED FILTERED 
WATER OUTLET. WATER OUTLET. 


Is the only perfect and complete one! 


Simple, easily cleaned and operated. Fis any faucet. 
Catalogue and prices of complete line upon application. 


The Champion Safety Lock Co. | 


GENEVA, OHIO 
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‘Est. 1869 


“The Goods That Please” 
Inc. 1898 


Brass 
and 

Iron 
Fittings 


Will Not Disappoint 


Hays Mfg. Go. 


12th and Liberty Sts. ERIE, PA. 











Sizes of Flow and Return Steam Mains 


It gives the current practice, by 30 heating | engineers. Postpaid, 50 cents. - DOMESTIC ENGINEERING, CHICAGO, ILLINOIS 














BUFFALO RADIATOR Our Hot Water and Steam 
COMPANY | Radiators will advertise 


GENERAL OFFICE your business by giving 
Room 72, Erie County Bank Building your customers perfect sat- 
BUFFALO, N. Y. , isfaction. Give us a trial 


HEW YORK CITY OFFICE, 40 East 21st St. : ° 
CHICAGO OFFICE, 37 DEARBORN AVE. and be convinced. 

















‘The Catch On.” | | PUMPING PROBLEMS 


DOMESTIC ENGINEERS 
and others interested in pumping 


Two Points Ahead of All problems should write for our 
Others: The Quickest and llustrating our com complet ne ot Sine 
Easiest to Put Up: The Low- ee 


est in Price: Both Money containing many valuable engineering 
rules and tables. 


Savers. Try Itand Be Con- Ghe Deming Co. saum.0. 

vinced. Manufacturers of 

HAND and POWER PUMPS for all 
purposes. 

C. P. COGGESHALL, Riectrie Triplex Parap, designed qunenen: sie: 


Office Buildings, etc. Henion & Hubbell, C It, 
421 Atlantic Ave. BOSTON, MASS. wed Pump at ‘Sappiy Co.” 
sbdurg, 
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Ask Your Jobber for Simplex Faucets 





IF HE WON'T SUPPLY- YOU, WE WILL TELL 
YOU ONE WHO WILL. FOLDER SHOWING 
CUTS AND LIST PRICES SENT ON APPLICATION 


, 
SSS ON EEERQ SS 7 
ST 





Simplex Faucet Co., Hyde Park, Mass. 




















NO LIFTING 


Radiators, Stoves, Marble 
Glass, etc. when you use 
the 

) 3 | Indispensable Truck 
Write us for prices on Eight Hooks, Snaps, Sega TE 


a ‘ _ | a : , 
Brass Chains and Plumbers’ Chain wees XE , Ib. box with A boy can ‘oad 








ie i uf : % 9 
r out any trouble whatever. It’s 
1908 Catalogue on request e's eee sold the money back way. Write . 


YM. RUSSELL MEG. CO. | | ¢ v. HILL & CO, Trenton, WJ 
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